IMMACULATE  CONCEPTION  CHURCH 

Built  in  1904,  this  Church  was  listed  on  the  National  Register 
of  Historic  Sites  on  April  3.  1976.  Overlooking  the  Chena 
River,  it  is  one  of  the  most  often  photographed  buildings  in 
Fairbanks. 
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